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The Council For Tobacco Research -tJ.S. A. 


August 3» 1967 


ISSftfE 


MEMORANDUM 


TO; The committee comprising Dr. Reimann, Chm., Dr. Jacobson and 

Dr. Lynch. 


.. . >i . i4' 1 


FROM; 


Robert G. Hockett 


SUBJECT; Renewal application from Gilbert H. Friedell, M.D. - No. 558-M-R1. 
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We enclose herewith a renewal application from Dr. Gilbert H. 
Friedell of the New England Deaconess Hospital, Boston, Massachusetts. 
This application is accompanied by a progress report. 

The present request is for the second year of the program, for 
which prior consideration in the allocation of funds was promised. It 
should be noted that the U.S. Public Health service has provided funds 
for the continuation of the study and Dr. Friedell does not contemplate 
asking the Council for additional support. 


Robert C. Hockett 
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